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Dear Honorable Governor Cooper, 

Please do not let the state agencies approve the Atlantic Coast Pipeline. It is a disaster waiting to 
happen in our beautiful North Carolina. And it is a step in the wrong direction of bringing North 
Carolina into the forefront for renewable energy sources. 

Please stand with what is best for the people of our beautiful state and not allow the fracked gas 
economics hold our health hostage. 

I appreciate your attention to this matter. 

Thank you, 

Carol Stanton 
4524 Ridge Trail 
Efland, NC 27243 
919-357-8003 



